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THE AMBERGLASS 
POUR OUT BY O. BERK 


This classic design has become the acknowledged 
standard of the essential oil, flavor and fragrance 
industries for sampling, testing and other uses. It 
is available from stock in 15cc, 30cc, 60cc, 120cec 
and 500cc sizes. The screw cap can be decorated 
with your company name or logo for instant iden- 
tification. To join the testers’ who hae aa 
their choice, contact: 


O.BERKGCOMBPANY 


501 Park Ave., S., Linden, N.J. 07036, U.S.A. (201) 925-1221 
12 DuBon Ct., Farmingdale, N.Y. 11735, (516) 694-2165 
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TAIWAN NATURAL 
PRODUCTS, INC. 


.. . .WE HAVE THE 
PLEASURE TO OFFER— 


e GINGER 
OIL 

e GINGER 
OLEORESIN 

e GARLIC 
& 
ONION 
CONCENTRATE 


FOR FURTHER 
INFORMATION 
& 
SAMPLES 
PLEASE CONTACT 


J W TRADING CO. 
MIKE LEE 


1205 JOHN REED COURT, 
INDUSTRY, CALIFORNIA 
91744, U.S.A. 

TEL: (213) 330-7106 
TLX: 298810 ACN UR 
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